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Site: 001 

BECKY BLAES 


Inspection 

Type: ROUTINE INSPECTION 
Date: AUG-17-2004 


3.1 ( c ) 

HOUSING FACILITIES, GENERAL. 

(c) Surfaces- 

(2) Maintenance and replacement of surfaces. All surfaces must be maintained on a regular basis. Surfaces of housing 
facilities-induding houses, dens, and other furniture-type fixtures and objects within the facility-that cannot be readily 
cleaned and sanitized, must be replaced when worn or soiled. 

Surfaces need to be replaced or repaired when worn. Pens 32 through 39 in the main kennel need to have the top of the 
frame around the doggy doors repaired. The dogs are starting to chew the surfaces making leaving the surface not 
impervious. Affects 18 dogs. 

Correct by 09-17-2004 

Adult dogs 184 Weaned 20 Puppies 22 
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